
TuVNORD 


CONFIRMATION LETTER 

TANZA WATER DISTRICT 


A. Soriano Highway, Tanza 
Cavite, 4108, Philippines 


has been audited for the scope 


Operation, Maintenance and 
Treatment of Water Supply 


Certification Audit was performed on January 12, 2017 


Proof has been furnished that the requirements according to 


ISO 9001 : 2015 


are fulfilled. The company was recommended 
for the issuance of certificate. 

Technical review is being performed by the certification office and after the 

positive confirmation of results; the official certificate will be issued. 


Ms. Jocelyn Magat 

General Manager 


